DART AEROSPACE LTD Work Order: 
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Part Number: | _D212-725-1-107F 
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Method of Cömments 
Inspection 


Description: Angle 


Inspection Dwg: D4344 


Rev: A 
INSPECTION SHEET 


Drawing Actual 
- Tolerance 
Dimension Dimension 
155 0.030 | Sd 
8.25 0.080 | SS 
0.040 #-0.010 | | 


Measured by: Checked by: QC Inspector: 
. Date: Date: Date: 
Engineering Approval: . 


N 
16.03.18 | Inspection Dwg revised S—d& Hay 
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